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main active metabolites) in human plasma by column- 
switching high-performance liquid chromatography 
617(1993)285 


Clodronate 

High-performance liquid chromatographic method for 
simultaneous determination of clodronate and some 
clodronate esters 617(1993)291 


Clodronate esters 

High-performance liquid chromatographic method for 
simultaneous determination of clodronate and some 
clodronate esters 617(1993)291 


Clomiphene 

Simple and rapid determination of clomiphene cis and trans 
isomers in human plasma by high-performance liquid 
chromatography using on-line post-column photochemical 
derivatization and fluorescence detection 617(1993)168 


Codeine 

Simultaneous determination of 6-monoacetylmorphine, 
morphine and codeine in urine using high-performance liquid 
chromatography with combined ultraviolet and 
electrochemical detection 617(1993)152 


Dehydroevodiamine 

High-performance liquid chromatography of the 
quinazolinocarboline alkaloid dehydroevodiamine 
617(1993)87 


5'-Deoxy-5-fluorouridine 

Solid-phase extraction of fluoropyrimidine derivatives on a 
copper-modified strong cation exchanger: determination of 
doxifluridine, 5-fluorouracil and its main metabolites in serum 
by high-performance liquid chromatography with ultraviolet 
detection 617(1993)71 


N-Desmethylzopiclone 

Determination of the enantiomers of zopiclone and its two 
chiral metabolites in urine using an automated coupled 
achiral-chiral chromatographic system 617(1993)271 


Compound Index 


Diazepam 

Monitoring of benzodiazepines (clobazam, diazepam and their 
main active metabolites) in human plasma by column- 
switching high-performance liquid chromatography 
617(1993)285 


Difloxacin 

Determination of ciprofloxacin levels in chinchilla middle ear 
effusion and plasma by high-performance liquid 
chromatography with fluorescence detection 617(1993)329 


9a-11 B-Dihydroxy-15-0xo-2,3,18,19-tetranorprost-5-ene-1 ,20- 
dioic acid 

Simplification of the mass spectrometric assay for the major 
urinary metabolite of prostaglandin D, 617(1993)124 


3,4-Dihydroxyphenylacetic acid 

Rapid and reliable high-performance liquid chromatographic 
method for analysing human plasma serotonin, 5- 
hydroxyindoleacetic acid, homovanillic acid and 3,4- 
dihydroxyphenylacetic acid 617(1993)227 


Dimethindene 

Quantification of dimethindene in plasma by gas 
chromatography—mass fragmentography using ammonia 
chemical ionization 617(1993)318 


Dimethylamine 

Gas chromatographic determination of primary and secondary 
low-molecular-mass aliphatic amines in urine using 
derivatization with isobutyl chloroformate 617(1993)191 


Diquat 

Simultaneous determination of paraquat and diquat in human 
tissues by high-performance liquid chromatography 
617(1993)119 


Dopamine 

Identification and quantification of y-glutamyl conjugates of 
biogenic amines in the nervous system of the snail, Helix 
aspersa, by gas chromatography-—negative-ion chemical 
ionisation mass spectrometry 617(1993)11 


Doxifluridine 

Solid-phase extraction of fluoropyrimidine derivatives on a 
copper-modified strong cation exchanger: determination of 
doxifluridine, 5-fluorouracil and its main metabolites in serum 
by high-performance liquid chromatography with ultraviolet 
detection 617(1993)71 


Enterodiol 

Quantification of mammalian lignans in biological fluids using 
gas chromatography with ion mobility detection 

617(1993)173 


Enterolactone 

Quantification of mammalian lignans in biological fluids using 
gas chromatography with ion mobility detection 

617(1993)173 


Compound Index 


Enzymes 

Improved high-performance liquid chromatographic 
determination of biotinidase activity with biotinyl-6- 
aminoquinoline as substrate 617(1993)29 


Ethylamine 

Gas chromatographic determination of primary and secondary 
low-molecular-mass aliphatic amines in urine using 
derivatization with isobutyl chloroformate 617(1993)191 


Fatty acids 

Gas chromatographic whole-cell fatty acid analysis as an aid 
for the identification of mixed mycobacterial cultures 
617(1993)299 


Fluoropyrimidine derivatives 

Solid-phase extraction of fluoropyrimidine derivatives on a 
copper-modified strong cation exchanger: determination of 
doxifluridine, 5-fluorouracil and its main metabolites in serum 
by high-performance liquid chromatography with ultraviolet 
detection 617(1993)71 


5-Fluorouracil 

Solid-phase extraction of fluoropyrimidine derivatives on a 
copper-modified strong cation exchanger: determination of 
doxifluridine, 5-fluorouracil and its main metabolites in serum 
by high-performance liquid chromatography with ultraviolet 
detection 617(1993)71 


Furosemide 
Automated high-performance liquid chromatographic method 
for determination of furosemide in dog plasma 617(1993)339 


y-Glutamylamines 

Identification and quantification of y-glutamyl conjugates of 
biogenic amines in the nervous system of the snail, Helix 
aspersa, by gas chromatography-—negative-ion chemical 
ionisation mass spectrometry 617(1993)11 


Haemoglobin, human foetal 

The ™y chain of human fetal hemoglobin is an “y chain with 
an in vitro modification of y141 leucine to hydroxyleucine 
617(1993)37 


Hexobarbital 

Study of lot-to-lot reproducibilities of Bond Elut Certify and 
Clean Screen DAU mixed-mode solid-phase extraction 
columns in the extraction of drugs from whole blood 
617(1993)147 


Histamine 

Rapid and highly sensitive high-performance liquid 
chromatographic method for the determination of histamine 
and 3-methylhistamine in biological samples using 
fluorescamine as the derivatizing agent 617(1993)233 


Homocysteine 

Modification of a high-performance liquid chromatographic 
method for assay of homocysteine in human plasma 
617(1993)136 
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Homovanillic acid 

Rapid and reliable high-performance liquid chromatographic 
method for analysing human plasma serotonin, 5- 
hydroxyindoleacetic acid, homovanillic acid and 3,4- 
dihydroxyphenylacetic acid 617(1993)227 


Hydrazine 
Determination of hydrazine in human plasma by high- 
performance liquid chromatography 617(1993)157 


5-Hydroxyindoleacetic acid 

Rapid and reliable high-performance liquid chromatographic 
method for analysing human plasma serotonin, 5- 
hydroxyindoleacetic acid, homovanillic acid and 3,4- 
dihydroxyphenylacetic acid 617(1993)227 


Hydroxyleucine 

The ™y chain of human fetal hemoglobin is an “y chain with 
an in vitro modification of y141 leucine to hydroxyleucine 
617(1993)37 


5’-Hydroxylornoxicam 

Simultaneous high-performance liquid chromatographic 
determination of lornoxicam and its 5’-hydroxy metabolite in 
human plasma using electrochemical detection 617(1993)105 


Imidapil 

Highly sensitive determination of imidapril, a new angiotensin 
I-converting enzyme inhibitor, and its active metabolite in 
human plasma and urine using high-performance liquid 
chromatography with fluorescent labelling reagent 
617(1993)95 


Ivermectin 

Improvements in detection sensitivity for the determination of 
ivermectin in plasma using chromatographic techniques and 
laser-induced fluorescence detection with automated 
derivatization 617(1993)79 


Leucine 

The ™y chain of human fetal hemoglobin is an “y chain with 
an in vitro modification of y141 leucine to hydroxyleucine 
617(1993)37 


Lignans 

Quantification of mammalian lignans in biological fluids using 
gas chromatography with ion mobility detection 

617(1993)173 


Lornoxicam 

Simultaneous high-performance liquid chromatographic 
determination of lornoxicam and its 5’-hydroxy metabolite in 
human plasma using electrochemical detection 617(1993)105 


Mepivacaine 

Study of lot-to-lot reproducibilities of Bond Elut Certify and 
Clean Screen DAU mixed-mode solid-phase extraction 
columns in the extraction of drugs from whole blood 
617(1993)147 


354 


Metanephrine 

Isotope dilution ammonia chemical ionization mass 
fragmentographic analysis of urinary 3-O-methylated 
catecholamine metabolites 617(1993)181 


Methamphetamine 

Study of lot-to-lot reproducibilities of Bond Elut Certify and 
Clean Screen DAU mixed-mode solid-phase extraction 
columns in the extraction of drugs from whole blood 
617(1993)147 


3-Methoxytyramine 

Isotope dilution ammonia chemical ionization mass 
fragmentographic analysis of urinary 3-O-methylated 
catecholamine metabolites. Rapid sample clean-up by 
derivatization and extraction of lyophilized samples 
617(1993)181 


Methylamine 

Gas chromatographic determination of primary and secondary 
low-molecular-mass aliphatic amines in urine using 
derivatization with isobutyl chloroformate 617(1993)191 


Methylethylamine 

Gas chromatographic determination of primary and secondary 
low-molecular-mass aliphatic amines in urine using 
derivatization with isobutyl chloroformate 617(1993)191 


3-Methylhistamine 

Rapid and highly sensitive high-performance liquid 
chromatographic method for the determination of histamine 
and 3-methylhistamine in biological samples using 
fluorescamine as the derivatizing agent 617(1993)233 


6-Monoacetylmorphine 

Simultaneous determination of 6-monoacetylmorphine, 
morphine and codeine in urine using high-performance liquid 
chromatography with combined ultraviolet and 
electrochemical detection 617(1993)152 


Morphine 

Simultaneous determination of 6-monoacetylmorphine, 
morphine and codeine in urine using high-performance liquid 
chromatography with combined ultraviolet and 
electrochemical detection 617(1993)152 


Mycolic acid 

Gas chromatographic whole-cell fatty acid analysis as an aid 
for the identification of mixed mycobacterial cultures 
617(1993)299 


Neopterin 

Analysis of 6R- and 6S-tetrahydrobiopterin and other pterins 
by reversed-phase ion-pair liquid chromatography with 
fluorimetric detection by post-column sodium nitrite 
oxidation 617(1993)249 


Nicorandil 

Sensitive method for determination of nicorandil in human 
plasma by reversed-phase high-performance liquid 
chromatography with ultraviolet detection 617(1993)163 


Compound Index 


Noradrenaline 
Plasma catecholamine levels in children 617(1993)304 


Normetanephrine 

Isotope dilution ammonia chemical ionization mass 
fragmentographic analysis of urinary 3-O-methylated 
catecholamine metabolites. Rapid sample clean-up by 
derivatization and extraction of lyophilized samples 
617(1993)181 


11-Nor-A-9-tetrahydrocannabinol-9-carboxylic acid 

Gas chromatographic—mass spectrometric quantitation of 
urinary 11-nor-A°-tetrahydrocannabinol-9-carboxylic acid after 
derivatization by direct extractive alkylation 617(1993)265 


p-Octopamine 

Identification and quantification of y-glutamyl conjugates of 
biogenic amines in the nervous system of the snail, Helix 
aspersa, by gas chromatography-negative-ion chemical 
ionisation mass spectrometry 617(1993)11 


Oestrogens 
Computer-assisted optimization of the gas chromatographic 
separation of equine estrogens 617(1993)19 


Organic acids 
Quantitative organic acid analysis in cerebrospinal fluid and 
plasma: reference values in a pediatric population 617(1993)1 


Paraquat 

Simultaneous determination of paraquat and diquat in human 
tissues by high-performance liquid chromatography 
617(1993)119 


Pentobarbital 

Study of lot-to-lot reproducibilities of Bond Elut Certify and 
Clean Screen DAU mixed-mode solid-phase extraction 
columns in the extraction of drugs from whole blood 
617(1993)147 


Pesticides 

Simultaneous determination of paraquat and diquat in human 
tissues by high-performance liquid chromatography 
617(1993)119 


Phloroglucinol 
Determination of phloroglucinol in human plasma by gas 
chromatography—mass spectrometry 617(1993)140 


Phosphorothioate oligonucleotides 

Quantitative analysis of phosphorothioate oligonucleotides in 
biological fluids using fast anion-exchange chromatography 
617(1993)43 


Polypeptides 

High-performance liquid chromatographic separation of 
aprotinin-like inhibitors and their determination in very small 
amounts 617(1993)308 


Compound Index 


5-Propynyluracil 

Determination of 1-($-b-arabinofuranosyl)-5-(1-propynyl)- 
uracil and a metabolite, 5-propynyluracil, in plasma using 
ASTED (automated sequential trace enrichment of dialysates) 
combined, on-line, with high-performance liquid 
chromatography 617(1993)65 


Prostaglandin D, 
Simplification of the mass spectrometric assay for the major 
urinary metabolite of prostaglandin D, 617(1993)124 


Pterins 

Analysis of 6R- and 6S-tetrahydrobiopterin and other pterins 
by reversed-phase ion-pair liquid chromatography with 
fluorimetric detection by post-column sodium nitrite 
oxidation 617(1993)249 


Retinoic acids 

Micro liquid chromatography—mass spectrometry with direct 
liquid introduction used for separation and quantitation of 
all-trans- and 13-cis-retinoic acids and their 4-oxo metabolites 
in human plasma _ 617(1993)129 


Retinol 

New simplified procedures for the extraction and simultaneous 
high-performance liquid chromatographic analysis of retinol, 
tocopherols and carotenoids in human serum 617(1993)257 


Simultaneous determination of retinol, «-tocopherol and 
retinyl palmitate in plasma of premature newborns by 
reversed-phase high-performance liquid chromatography 
617(1993)313 


Retinyl palmitate 

Simultaneous determination of retinol, «-tocopherol and 
retinyl palmitate in plasma of premature newborns by 
reversed-phase high-performance liquid chromatography 
617(1993)313 


Serotonin 

Rapid and reliable high-performance liquid chromatographic 
method for analysing human plasma serotonin, 5- 
hydroxyindoleacetic acid, homovanillic acid and 3,4- 
dihydroxyphenylacetic acid 617(1993)227 


Taurine 

Determination of taurine metabolism by measurement of 
'SN-enriched taurine in cat urine by gas chromatography— 
mass spectrometry 617(1993)197 


Tetrahydrobiopterin 

Analysis of 6R- and 6S-tetrahydrobiopterin and other pterins 
by reversed-phase ion-pair liquid chromatography with 
fluorimetric detection by post-column sodium nitrite 
oxidation 617(1993)249 


a-Tocopherol 

Simultaneous determination of retinol, «-tocopherol and 
retinyl palmitate in plasma of premature newborns by 
reversed-phase high-performance liquid chromatography 
617(1993)313 


Tocopherols 

New simplified procedures for the extraction and simultaneous 
high-performance liquid chromatographic analysis of retinol, 
tocopherols and carotenoids in human serum 617(1993)257 


Triacylglycerol hydroperoxides 

Determination of triacylglycerol and cholesterol ester 
hydroperoxides in human plasma by high-performance liquid 
chromatography with fluorometric postcolumn detection 
617(1993)205 


Trimipramine 

Study of lot-to-lot reproducibilities of Bond Elut Certify and 
Clean Screen DAU mixed-mode solid-phase extraction 
columns in the extraction of drugs from whole blood 
617(1993)147 


p-Tyramine 

Identification and quantification of y-glutamyl conjugates of 
biogenic amines in the nervous system of the snail, Helix 
aspersa, by gas chromatography—negative-ion chemical 
ionisation mass spectrometry 617(1993)11 


Vamicamide 

Determination of the R,R- and S,S-enantiomers of 
vamicamide in human serum and urine by high-performance 
liquid chromatography on a Chiral-AGP column 
617(1993)279 


Zopiclone 

Determination of the enantiomers of zopiclone and its two 
chiral metabolites in urine using an automated coupled 
achiral-chiral chromatographic system 617(1993)271 


Zopiclone N-oxide 

Determination of the enantiomers of zopiclone and its two 
chiral metabolites in urine using an automated coupled 
achiral—chiral chromatographic system 617(1993)271 


